Subject: RE: Melrose Banners 
From: Donald Duckworth 
Date: 06/06/2016 03:57 PM 
To: George Livermore 


Fabian.chena@lacitv.org 

On Jun 6, 2016 3:56 PM, "Donald Duckworth" < duckworth.donald@gmail.com > wrote: 

Division Head says he'll back you: Fabian Cheng 213-847-1459 . Can you try tomorrow, then call Fabian to resolve any 
issues? 

On Jun 6, 201 6 3:54 PM, "Donald Duckworth" < duckworth. donald@omail.com > wrote: 

That's the old system. Since September, you can get a year now and another year tomorrow and then 1st day of the 
second year, a 3rd year. 

On Jun 6, 201 6 3:47 PM, "George Livermore" < GeoroeL@dekra-lite.com > wrote: 

Don, 


This is not how the system was explained to us. We were told that once we had the poles reserved for 1 new 
permit (90 days)and 3- 90 day renewals, we could not apply again until our last permit expired. 


That’s where we lost the permits. 


From: Donald Duckworth rmailto: duckworth.donald®amail.com l 

Sent: Monday, June 06, 2016 3:40 PM 

To: George Livermore 

Cc: John Darnell; Andrew Thomas 

Subject: Melrose Banners 


We are meeting with Fabian Cheng Division Manager for Bureau of Street Lighting. He says you can reserve a 
Melrose poles for 1 year. Then reserve for 2nd year, 1 day later. He said there is a new system that would correct 
previous problem. Thoughts? 


